|juuji jzis | 



UNLESS OTHERWISE INDICATED: 
RESISTORS ARE I/4W, 5% 
MF RESISTORS ARE I/8W, 1% 
CAPACITORS ARE .OIMFD.IOOV, 
DIODES ARE D662 20% 

El, E3 ARE MC 15406 
E2 IS DEC 7400 N 
PIN 7 ON EACH IC = GND 
PIN 14 ON E2= + 5V 
PIN 2 OrJ EI.E3 =+5V 


PARTS LIST IS A-PL-6020-0-0 


USE THE ETCH BOARD OF THE 6021 
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